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dense. Contrasted indeed with the white rocks
at the opposite side, and with the small white
cloud which was occasionally blown into our
ravine from a neighbouring glen, (for each
glen has its own breeze, which wanders
through it as through the tube of a musical
instrument,) those shadows, dim and watery
in all places, lay beneath the projecting ledge,
dark as a raven's wing. Hero and there we
passed chambers excavated in the cliff, with what
intent it is hard to fay. The larger looked
like rock temples : the smaller wore apparently
vaults for the purpose of interment, constructed
perhaps before the Greeks began to burn the
bodies of the dead. Those small chapels are
all of them perfectly symmetrical and almost
quite dark. The roof of each consists of an
arch in the rock : opposite to the entrance^ and
at each end, is an oblong hollow, excavated out
of the stone, and resembling a sarcophagus; and
over each sarcophagus the rock is vaulted so as
to form a sort of pall As we drew nearer to
the Delphic shrine these monumental chapels